сар Audi A6 Wiring Diagram No. 70/ 1 


High-Voltage System 


From December 2011 


10.2017 


шо Audi Аб Wiring Diagram No. 70/ 2 


Hybrid Battery Unit, Hybrid Battery Recirculation Door 


t ` Positioning Motor 1 
ST3 5Т4 ST3 ) | 
AX1 Hybrid Battery Unit 
SF» SF? SFe J840 Battery Regulation Control Module 
boa A bsa J937 Fan Activation Relay, On the Relay and Fuse Panel in the 
І " Luggage Compartment, Right 
ST3 Fuse Panel 3 


574 Fuse Panel 4 
4.0 SF6 Fuse 6 (On Fuse Panel F) 
ы be gn SF7 Ғиве7 (On Fuse Panel F) 
4 SF9 Fuse 9 (On Fuse Panel F) 
10 05 T2mt 2-Pin Connector, In the Luggage Compartment, Spare Wheel 
r1 gane Well 
T8az 8-Pin Connector 
АХ1 7141 14-Ріп Connector 
&) Toe ) Т14т 14-Ріп Connector, In the Luggage Compartment, Spare Wheel 
Well 
|” Г" A V457 Battery Fan 1 


T141 T141 
5 7 


$ E: V479 Hybrid Battery Recirculation Door Positioning Motor 1 
0.5 10. 95 | АС V480 Hybrid Battery. Recirculation Door Positioning Motor 2 


rt br/sw ws yf Ç 
© 251.) Ground Connection in Luggage Compartment, Right 


a) өөө \ 


( 385 | Ground Connection 20 (in Main Wiring Harness) 


X & 
o ( 386 j Ground Connection 21 (in Main Wiring Harness) 


16.0 0.35 0.35 
| 744 | Ground Connection in Spare Tire Well 


816 | Ground Connection 1 in Hybrid System Wiring Harness 
( x2 ) LIN Bus Connection 1 (іп Hybrid System Wiring Harness) 


хз | Connection 1 in Hybrid System Wiring Harness 


ws = white " Refer to Applicable Wiring Diagram for Fuse Positions 
sw = black 
ro = red 

rt = red 
br = brown 
gn = green 
Ы = blue 
gr = grey 
li = lilac 
vi = lilac 
ge = yellow 
ог = orange 
rs = pink 
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шо Audi Аб Wiring Diagram No. 70/ 3 


Hybrid Battery Unit, Hybrid Battery, Temperature Sensor 
Before Hybrid Battery Evaporator, Temperature Sensor 
After Hybrid Battery Evaporator, Hybrid Battery Refrigerant 
Shut-Off Valve 1 


AX1 Hybrid Battery Unit 

A38 Hybrid Battery 

G756 Temperature Sensor Before Hybrid Battery Evaporator 

G757 Temperature Sensor After Hybrid Battery Evaporator 

J840 Battery Regulation Control Module 

N516 Hybrid Battery Refrigerant Shut-Off Valve 1 

T8az 8-Pin Connector 

Т141 14-Ріп Connector 

Т14т 14-Ріп Connector, In the Luggage Compartment, Spare Wheel 
Well 


( Азв J840 Ф) ) | 383 | Ground Connection 18 (in Main Wiring Harness) 
Vrat 141 141 Baz Baz Baz Baz pas 
4 2 n n I2 Із 4 / \ і Я A - 
|| 816, Ground Connection 1 in Hybrid System Wiring Harness 
816 || 
| {1 — — U the соп 2 
r r r r 
1 
0.5 0.5 0.35 0.35 0.35 0.35 1.0 0.35 0.35 0.35 0.35 
br/sw ge/ws br/sw bl/rt br/sw gr br/sw ge/gn огы огде or/sw 


+ 
хе | " т рр 


0.5 0.35 0.35 0.35 0.35 
br or/br or or/br or/sw 


hà Lid oe 


- white 
Sw = black 
ro = red 
rt = red 
0.5 br = brown 
br gn = green 
bl = blue 
gr = grey 
li = lilac 
vi = lilac 
ge = yellow 
15 16 17 18 19 20 21 22 23 24 25 26 27 28 ог - огапде 
[4623170030171 rs = pink 
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e» Audi Аб No. 70/ 4 


Hybrid Battery Unit, Electric Drive Power and Control 
Electronics, High-Voltage Wiring Harness for High-Voltage 
Battery, High-Voltage System Maintenance Connector, 


Wiring Diagram 


Three-Phase Current Drive 


AX1 Hybrid Battery Unit 
JX1 Electric Drive Power and Control Electronics 
27.0 27.0 J234 Airbag Control Module 
PX1 [Ри PX1 ЁР? ad = J840 Battery Regulation Control Module 
TW N517 Hybrid Battery Refrigerant Shut-Off Valve 2 
PX1 High-Voltage Wiring Harness for High-Voltage Battery 
VR А. (d ( P1 Hybrid Battery High-Voltage Cable, Positive Terminal 
EX uu W Қ ы “ P2 Hybrid Battery High-Voltage Cable, Negative Terminal 
S350 High-Voltage System Fuse 1 
1 "n a" a JX1 a" Tim 1-Ріп Connector 
Tin  1-Pin Connector 
J840 Tio  1-Pin Connector 
Tip 1-Ріп Connector 
Yat 141 141 14 “9114 285 28b 
8:3 n1 n2 Wo j“ 180 155 T2ms 2-Pin Connector 
|| П Т141 14-Ріп Соппесіог 
|| ! Т14т 14-Ріп Connector, In the Luggage Compartment, Spare Wheel 
Well 
! || T17z 17-Ріп Connector, Brown 
| T28b 28-Pin Connector 
" — || TV44 Pilot Line Connector 1 
In Р || T100 100-Ріп Connector 
| г Х TW  High-Voltage System Maintenance Connector 
: V || W VX54 Three-Phase Current Drive 
hee yes ол» нЕ еей ( 44 | Ground Connection on A-Pillar, Lower Left 
|| [| ~ 
А | т 
|| р ‚ 366 , Ground Connection 1 (in Main Wiring Harness) 
Т14т Т14т #т1їїт Ti4m (114т КШ, 
11 12 13 |" 
| 
0.35 0.5 0.5 0.35 0.5 
gr/ws rt sw ge, vi 
T172 T172 
J 3 
|J Шы Аы 0.35 0.35 0.35 ws = white 
= ү sw = black 
N517 J234 & ro = red 
2 rt = red 
Tome Tm. br = brown 
gn = green 
e+e bl = blue 
1.0 0.35 gr = grey 
br O br VX54 li = lilac 
(«) vi = lilac 
ge = yellow 
29 30 31 32 33 34 35 36 37 38 39 40 41 42 ог = orange 
TAG 700430171 rs = pink 
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шо Audi Аб Wiring Diagram No. 70/ 5 


Drive Motor Temperature Sensor, Electric Drive Power and 
Control Electronics, Three-Phase Current Drive 


G712 Drive Motor Temperature Sensor 


SAs SA3 JX1 Electric Drive Power and Control Electronics 
ба baa J841 Electric Drive Control Module 
SA3 Fuse 3 (On Fuse Panel А) 
SA8 Fuse 8 (On Fuse Panel A) 
T10ao 10-Pin Connector 
T28b 28-Pin Connector 
0.35 035 035 VX54 Three-Phase Current Drive 
ge вий вн /рв>” Positive Connection (15a) (іп Engine/Motor Compartment Wiring 
«.. 4 Harness) 
тав T28b Е Refer to Applicable Engine Wiring Diagram 
0 J841 JX1 15 


28b 28b Y?T28b 
162 167 172 


28b 28b 28b 
74 157 mo 


ws - white 
sw = black 
ro = red 
rt = red 
А Шы Т10ғ0 1111060 br = brown 
gn = green 
( G712 ) bl = blue 
gr = grey 
VX54 li = lilac 
vi = lilac 
ge = yellow 
43 44 45 46 47 48 49 50 51 52 53 54 55 56 or = orange 
TAG23V700830171 rs = pink 
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Drive Motor Inverter, Electric Drive Power and Control 
Electronics, Drive Motor High-Voltage Wiring Harness, 
. Three-Phase Current Drive, Electric Drive Motor 


A37 Drive Motor Inverter 
А 17а JX1 Electric Drive Power and Control Electronics 
PX2 Drive Motor High-Voltage Wiring Harness 
P4 Drive Motor High-Voltage Cable 1 
P5 Drive Motor High-Voltage Cable 2 
ен 03 P6 Drive Motor High-Voltage Cable 3 
SA17 Fuse 17 (On Fuse Panel A) 
S204 Fuse 1 (Terminal 30), In the Engine/Motor Compartment, Left 
Front 
T1f 1-Ріп Connector 
Tig  1-Pin Connector 
Tih  1-Pin Connector 
Tii 1-Ріп Connector 
ТІК  1-Pin Connector 
T41  1-Pin Connector 
T28b 28-Pin Connector 
VX54 Three-Phase Current Drive 
V141 Electric Drive Motor 
V468 Low Temperature Circuit Coolant Pump 


A37 JX1 H1 


( 12 ) Ground Connection in Engine/Motor Compartment, Left 


Ground Connection 3 (in Engine/Motor Compartment Wiring 
Harness) 


” Refer to Applicable Engine Wiring Diagram 


ws = white 
Sw = black 
ro = red 
rt = red 
br = brown 
gn = green 
Ы = blue 
gr = grey 
li = lilac 
vi = lilac 
ge = yellow 
ог = orange 
rs = pink 


10.2017 


22 Audi Аб 


Wiring Diagram 


No. 70/ 7 


12 n l4 


P3 P3 
Таң T4fq 
I2 тақ Тап 
Л 


132 


71 72 73 74 75 76 


41р 41р 4р 


white 
black 
red 
red 
brown 
green 
blue 
grey 
lilac 
lilac 
yellow 
orange 
pink 


Voltage Converter, Electric Drive Power and Control 
Electronics, A/C Compressor Control Module, Electrical A/ 
C Compressor High-Voltage Cable, Electrical A/C 
Compressor 


A19 Voltage Converter 
JX1 Electric Drive Power and Control Electronics 
J842 А/С Compressor Control Module 
P3 Electrical A/C Compressor High-Voltage Cable 
SA13 Fuse 13 (On Fuse Panel A) 
T4fp 4-Ріп Connector 
T4fq 4-Ріп Connector 
T8ba 8-Pin Connector 
Т172 17-Pin Connector, Brown 
V470, Electrical A/C Compressor 


спех Ground Connection: (in. Engine/Motor Compartment Wiring 


Vaud, Harness) 
132) Ground Connection 3 (іп Engine/Motor Compartment Wiring 
/ Harness) 


645 ) Ground Connection 1 on Bulkhead 
(B108) CAN Bus Extended High Connection 1 (in Main Wiring Harness) 


(B109) CAN Bus Extended Low Connection 1 (in Main Wiring Harness) 


ы Refer to Applicable Engine Wiring Diagram 
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(CTED 


Ауа 


3108 


0.35 
or/br 


85 


T32b 


0.35 
or/gr 


86 


T32b 


Audi A6 


87 


88 


89 


91 


JX1 


92 


93 


95 


Wiring Diagram 


white 
black 
red 
red 
brown 
green 
blue 
grey 
lilac 
lilac 
yellow 
orange 
pink 


No. 70/ 8 


Electric Drive Power and Control Electronics, Data Bus on 
Board Diagnostic Interface, Powertrain CAN Bus High Wire 
Junction 


JX1 
J533 
T32b 
T46b 
TV33 
TV37 


rA N 
(B108) 


ТАҒЫ 
(B109) 


/ b N 
чаю, 


(B390) 


Electric Drive Power and Control Electronics 
Data Bus on Board Diagnostic Interface 
32-Pin Connector 

46-Pin Connector 

Powertrain CAN Bus High Wire Junction 
Powertrain CAN Bus Low Wire Junction 


CAN Bus Extended High Connection 1 (in Main Wiring Harness) 
CAN Bus Extended Low Connection 1 (in Main Wiring Harness) 


Powertrain CAN Bus High Connection 1 (in Main Wiring Harness) 


Powertrain CAN Bus Low Connection 1 (in Main Wiring Harness) 
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Electric Drive Power and Control Electronics, Engine/Motor 
Control Module 


C25 Intermediate Circuit Capacitor 1 

JX1 Electric Drive Power and Control Electronics 
J217 Transmission Control Module 

J623 Engine/Motor Control Module 

T16a 16-Ріп Connector 

Т172 17-Ріп Connector, Brown 

T28b 28-Pin Connector 

T91 91-Ріп Connector 


ғ” 
( E93) CAN Bus High Connection 1 (in Engine Wiring Harness) 
NL 
EM | : Mp 
хі Јвәз КЕЗ, / CAN Bus Low Connection 1 (in Engine Wiring Harness) 
| А CAN Bus Hybrid High Connection 1 (іп Engine/Motor 
X4 | A 
28b c: 28b 28b 91 91 91 91 «^. 7 Compartment Wiring Harness) 
161 153 154 160 m I9 180 = 
(x5) CAN Bus Hybrid Low Connection 1 (in Engine/Motor 
\ ) бе 
ү__„/ Compartment Wiring Harness) 
оз 35 0.35 0.35 0.35 0.35 0.35 0.35 0.35 
or/br or/br or/sw or or/br or/sw or/br 
0.35 0.35 
or or/br 
7172 7172 
4 
0.35 0.35 
ог or/br 


ws = white 

| ' 035,035 sw = black 
ng Or рта ог con Pi part an бире | ro = red 
бинех ect ^ does not р rt = red 

ры де ма” Шы br - brown 

gn = green 

gr = grey 
J217 li = lilac 
vi = lilac 

ge = yellow 

99 100 101 102 103 104 105 106 107 108 109 110 111 112 Or = orange 
Г4752-1700810171 rs = pink 
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Electric Drive Button 


E656 Electric Drive Button 

J519 Vehicle Electrical System Control Module 
T6ai 6-Ріп Connector 

T10k 10-Ріп Connector 

T32c 32-Pin Connector 


9 7N 
‚ 45 | Ground Connection Behind Instrument Panel, Center 
Nae. 
30 


199 | Ground Connection 3 (in Instrument Panel Wiring Harness) 


[24 131 / ) 
reet 
0.35 A175) Connection 585 (in Instrument Panel Wiring Harness) 
аы М 
і Ы Refer to Applicable Standard Equipment Wiring Diagram 
0.35 0.35 0.35 
ап ады ruge 
тваі 
T10k 12 тк 


E656 
ws = white 
Sw = black 
ro = red 
rt = red 
15 br = brown 
br gn = green 
Ы = blue 
gr = grey 
li = lilac 
vi = lilac 
ge = yellow 
113 114 115 116 117 118 119 120 121 122 123 124 125 126 Or = orange 
TAG243V O71 rs = pink 
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